ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT F-B-2 VEH #2 


DATE 05-15-15 
OFFICER 1 C. MOONEY # 124 
OFFICER 2 D. TESH # 135 
SUPERVISO J. SALAZAR 
R 
1200 BRIEFING; ALL EQUIPMENT CHECKED OUT IN GOOD 
WORKING ORDER. 
1230/12 TRAINING. 
50 
1300/13. BUSINESS CONTACT AT 1810 CAHUENGA ( THE 700 
10 STORE ). WE SPOKE TO EMPLOYEE BRALLIO. ALL 
CHECKED OK AT THIS TIME. 
1330/13 BUSINESS CHECK AT CHASE BANK AT 1600 VINE 
40 STREET. WE SPOKE TO EMPLOYEE SILVA. ALL CHECKED 
OK. 
1345/13 CONTACT/WARNED ONE SUBJECT FOR SITTING ON THE 
50 PUBLIC WALKWAY IN FRONT OF 6676 HOLLYWOOD BLVD. 
HE LEFT THE LOCATION WITHOUT INCIDENT. 
1350/13. BUSINESS CHECK AT 7045 HOLLYWOOD BLVD. ( CVS 
595 PHARMACY ). WE SPOKE TO SECURITY. THERE WERE NO 
ISSUES AT THIS TIME. 
1405/14 BUSINESS CHECK AT 7045 HOLLYWOOD BLVD. ( THE 
10 SYCAMORE PARKING STRUCTURE ). WE CHECKED 
SEVERAL LEVELS FOR LAMC VIOLATIONS. NONE 
OBSERVED. 
1420/14 BUSINESS CHECK AT 6801 HOLLYWOOD BLVD. ( THE H 
30 & H PARKING STRUCTURE ). WE CHECKED SEVERAL 
LEVELS FOR CAR BURGLARIES AND LAMC VIOLATIONS. 
NONE OBSERVED. 
1435/14 ASSIST F-B-3 AT MADAM TUSSAUDS REGARDING A 484 
50 SUSPECT. 
1500/15 RADIO CALL AT 6500 HOLLYWOOD BLVD. REGARDING 
10 ( MAN DOWN ) WE WERE UTL ON ANY SUBJECTS SITTING 
ON THE WALKWAY. 
1520/15 RADIO CALL AT 6376 HOLLYWOOD BLVD. REGARDING A 
295 MAN DOWN. UTL ON ANY SUBJECT. 
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BUSINESS CONTACT AT 6300 SUNSET ( THE BANK OF 
AMERICA ). WE SPOKE TO EMPLOYEE ANNA. 


RADIO CALL AT 6777 HOLLYWOOD BLVD. REGARDING 
SEVERAL SUBJECTS LOITERING IN FRONT OF THE 
LOCATION. THE SUBJECTS WERE GOA. 


RADIO CALL AT 1400 VINE STREET (THE K & L 
WINERY REGARDING A 415 SUBJECT DRINKING ON 
THE PROPERTY. 

WE ( OFFICERS OBSERVED THE SUBJECT IN THE 
REAR OF THE LOCATION. HE WAS DRINKING BEER 
FROM A 24 OZ CAN OF “ OLDE ENGLISH 800 MALT 
LIQUOR “. THE CAN WAS HALF EMPTY AND COLD TO 
THE TOUCH. WE REFERRED THE SUBJECT TO THE “ 
HOLLYWOOD COMMUNITY HOSPITAL AND THE PATH 
PROGRAM. HE WAS VERY COOPERATIVE. HE LEFT 
THE LOCATION WITHOUT INCIDENT. 


CODE-7. 


CONTACT/WARNED A SUBJECT FOR SITTING ON THE 
PUBLIC WALKWAY AND BLOCKING PEDESTRIAN TRAFFIC. 
HE LEFT WITHOUT INCIDENT. 


BUSINESS CONTACT AT 1787 HIGHLAND ( THE VELERO 
GAS STATION ). WE SPOKE TO EMPLOYEE ARIN. ALL 
CHECKED OK AT THIS TIME. 


OFFICE; UPDATED LOG INPUT. 

BUSINESS CHECK AT 6801 HOLLYWOOD BLVD. ( THE H 
& H PARKING STRUCTURE ). WE CHECKED SEVERAL 
LEVELS FOR ANY CRIMINAL ACTIVITIES. NONE 
OBSERVED. 


END OF WATCH. 
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